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April 23, 1979 


i * 
Census Bureau 
Suitland, Maryland 


{ 
Attention Mr. Robert Varson 
Dear Bob, 


The purpose of this letter is to solicit from the Census 
Bureau a price quotation and estimated development time for a 
sequential numbering device to be used for placing unique 
control numbers on diazo duplicate microfiche. The specifications 
for the device are listed below. 


number (ex. 0001A) and would be placed in the top right hand 
corner of the microfiche title (examples attached). The number 
will be placed on source document microfiche in an NMA format 
(98 page) and Computer Output Microfiche (COM) in 24x (63 and 98 
page) and 48xX (270 and 420 page) formats. The number should be 
eye readable but be no larger than 15 millimeters wide and 5 
millimeters high. : 


_': The numbering device must have the capability to return 
‘to its original start position (OO0O1A) after each master micro- 
fiche is duplicated. The duplicator operator should have the 
option to INManually select the alpha character (A-Z) for each 
production run he is to make. The actual printing and sequencing 
of the number should be accomplished with a minimum of operator 
intervention. Possible methods for placing the number on the 
microfiche include: 1) ink jet printing; 2) a pre exposure 
device using either light emitting diodes or a stenciled disk 
with a light Source; or 3) a perforation device. Any method 
that is used must provide a permanent number on the microfiche. 


-; The numbering device would be used primarily on Bruning 
OP series microfiche diazo duplicators. However, it would be 
advantageous if the device could be used On any of the high speed 
microfiche duplicators currently on the market, 
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Pa | Any questions pertaining to this request may be directed 


STAT 


Attachments as stated 
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» FORMAT ~— 14 Columns x 7 Rous = 98 Frames. 


: 1 
Brateriéa A 2. Reduction up to 24x, 
Position 3. Dimensions in millimeters, except where noted. 
eoinere 4, Grid lines shown do not appear on microfiche. 
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Fig. 1. 
Microfiche Format. 
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FIGURE 3. Microfiche 63 Frame (7 Rows X 9 Columns) 24:1 
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1. Effective Reduction 24:1, 
2. Dimensions in millimeters. 
3. Grid lines shown do not appear on microfiche. 
4. With the notch and corner cut in the positions 


shown on this drawing the sensitized side is 
facing the observer. ‘be-—-14.82 


The text area shown represents the data placed on a 
: 355.6mm x 279.4mm (14 x 117 in) page (typically 64 
lines of 132 characters). 


Com 


10 
Approved For Release 2005/04/18 : CIA-RDP82M00591R000100010052-4 


Reference 
Corner 


a WH ~ 


FIPS PUB 54 


Approved For Relegée 2005/04/18 : CIA-RDP82M00591ROQ@100010052-4 


m 


= 
Ho | | 


TM 


HEADER AREA 


Yf YY Up 


Mt 


TMM 


FIGURE 4. Microfiche 98 Frame (7 Rows X 14 Columns) 24:1 


. Effective Reduction 24:1 
. Dimensions in millimeters. 


shown on this drawing the sensitized side is 
facing the observer. 
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. Grid lines shown do not appear on microfiche. 
. With the notch and corner cut in the positions 
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The text area shown represents the data placed on a 
215.9mm x 279.4 (8.5 x 11 in) page (typically 64 
lines of 80 characters). 
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FIGURE 5. Microfiche 2/0F Frame Vs Rows X 18 Columns) 4 
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. Effective Reduction 48:1. | 
_ Dimensions in millimeters. 5.82 
Grid lines shown do not appear on microfiche. ° 
“ith the notch and corner cut in the positions 
shown on this drawing the sensitized side is 
facing the observer. 


| 
| | The text areca shawn represents the data placed ona 
355.6mrmn x 279.4mm (14 x 11 in) page (typically 64 
lines of 132 characters). 
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